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LIGHTING FIXTURES 


CATALOG NOI6 
1929 
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GILL GLASS & FIXTURE COMPANY 
Philadelphia, U.S.A. 


How to Order 


le2Our termstare 1%, 15cdaysw nets0rdac: 


2. This material illustrates our line of Residential and Commercial Glassware 
and supersedes all previous issues. Items appearing in previous catalogues which 
are not illustrated in this one have been discontinued. 


3. The Glassware is sold in some cases by itself and in other cases combined 
with the fixture. The only fixture items in this catalogue that are sold separately 
from the glassware are the Commercial screwless holders in Ceiling and Pendant 
types as illustrated on pages 16-17-18 and 19. 


4. Orders on which specifications are not definitely clear cannot be filled 
without considerable loss of time consumed in writing for needed information. 
Follow instructions when ordering to facilitate prompt service. 


5. State clearly how the goods ordered are to be shipped, whether by freight, 
express or Otherwise. If there is any preference for a certain route, it should be 
mentioned on the order. 


6. Great care is used in filling orders promptly, packing goods properly and 
obtaining receipts from carriers for delivery in good condition. We cannot, there- 
fore, be responsible for goods damaged or lost in transportation. All possible pre- 
cautions, however, will be used to prevent injury or delay and if requested, shipment 
will be traced. 


7. All claims concerning the shipment of goods must be made within one week 
after their receipt. 


8. When referring to orders always give the number and date of your order. 


9. Orders from persons unknown to us, unless properly rated by commercial 
agencies should be accompanied by draft or business references, or, if desired to 
be sent C.O.D., an amount sufficient to cover express or freight charges. 


10. When telegraphing numbers listed in this catalogue use “Code” words 
which are listed on the index sheet at the end of the catalogue. 
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Important Notice 


Remember These Instructions 


Wherever in this Catalogue a particular item is denoted by the 
*Asterisk, it is to be regarded as a stock item which at all times with 
the best of our ability will be kept in stock and consequently prompt 
shipment may be expected. It is suggested that when prompt de- 
livery is an important point that orders be confined as far as possible 
to the items so designated. 


Railroad rates are based on minimum weights of 100 lbs. and if 
customers order less than 100 lbs. we will assume immediate ship- 
ment is desired regardless of weight, unless the orders specifically 
request shipment with other goods. 


When telegraphing numbers listed in this catalogue, use ““Code”’ 
words which are listed on the index sheet at the end of the catalogue. 
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Gill Glass and Fixture Company, Philadelphia, Pa., U.S.A. 
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Astralite Glass 


The ideal light is, of course, daylight. It was made in the workshop of Nature, herself, that 
peerless mistress of beauty and perfection. By some amazing alchemy, she changes the red rays 
of that flaming mass, the Sun, into the pleasing, softened light that floods the world. 

Nature has adapted daylight to the delicate mechanism of the human eye. Its constituents 
are not the straight, penetrating, numberless rays of light emanating from the Sun. These are 
enmeshed in the azure blanket which encircles the globe, are purified of their red rays and are diffused 
over the whole earth in pleasing, luminous waves of softened light. 

Science has long since learned that this change, this transformation, this transmutation, of 
innumerable glaring individual rays into that coalesced mass of illumination called daylight, is 
brought about by the blue atmosphere through which sunlight must pass. Acting upon that knowl- 
edge, there have been developments of what are known as Daylite glass, consisting of several layers, 
one of which is blue. The result is, admittedly, an approximation to daylight. 

We have long felt, however, that the best results could be obtained if it were possible to merge 
white and blue glass in a homogeneous, coalesced unit. After years of experimentation, we have 
succeeded, and we are submitting for consideration our new “ASTRALITE GLASS,” a one layer 
glass, a union of two glasses into one. An actual demonstration will show that the light diffused 
by it is an amazing approximation to daylight. It is consequently, ideally adapted for school rooms, 
for libraries, for Department store lighting, and wherever the demand for daylight effect is paramount. 

Technically and photometrically, it has not the efficiency, nor the light output that Hyperion 
has. Some small percentage of light was, necessarily sacrificed to obtain the lighting effect desired, 
but “ASTRALITE” remains, nevertheless, incomparably, the most efficient daylight glass ever 
developed. 


“ASTRALITE BRINGS DAYLIGHT” 


Hyperion Glass 


The word “HYPERION” connotes the same standard of efficiency and excellence, in illuminat- 
ing glassware, as “SEVRES” does in china or as “STERLING” does in silver. That is to say, it 
does more than stand for a ““PRODUCT”’’—it signifies efficiency and unequaled “SERVICE.” 

Let us consider for a moment the type and character of service performed by “HYPERION.” 
The glaringly brilliant illumination generated by an electric bulb is precipitated in keen daggers of 
light, hardly to be sustained by the human eye—there is an obvious need of shading, of merging, 
of coalescing the glittering bayonets of light to make them more serviceable and more practicable. 
This need is met more completely and thoroughly by a luminaire made of “HYPERION”’ glass. 
The glare is transmuted into a soft and pleasing mass of light diffused in luminous ways on the 
working plane below. The quality of the light, and its character are both affected by the trans- 
formation—it is softened into a glareless illumination, innocuous to the human eye. 

Efficiency, however, means more than diffusion of the proper kind of illumination. It means 
also the percentage of light generated by the lamp, ultimately utilized by the luminaire. Using 
“HY PERION” as the diffusive agency, the largest percentage of light is precipitated on the working 
plane. Photometric tests of “HYPERION” glass show it to have an average efficiency of 88%— 
an amazing recommendation of its outstanding qualifications as a luminaire. 


WHEN YOU SHADE LIGHT—SHADE IT WITH “HYPERION.” 
rT IS A GOOD AGENCY—AND THE BEST. 








Ornamental Commercial Fixtures 


(Astralite or Hyperion Glass) 




















we Note: 
Finish: 
Eight 
Bank i; a 
ights 
Bronze 8 ; 
outside 
: 
Y i \ 
These fixtures will only be furnished “Bare” and “Knocked Down”—no sockets or wire will 
be supplied. (Assembly very simple—high packing cost eliminated). 
Glassware and fixture parts packed together in individual cartons. 
“ ! 
| | | DIMENSIONS 
NUMBER ASTRALITE HYPERION | DIMENSIONS of GLASS | of FIXTURES 
Fixture ; : | : : : : | Length | Width 
Pienplets Etched Plain Etched Plain | Length Width | Fitter eral! Ones 
ery ae (eer ee) ee 
3718-E $72.00 $62.25 $70.50 $60.75 1%" | 41g" 8" 24m | gn 
3716-E 57.00 50.25 55.50 48.75 1134" 16" 6" 23" 22" 





Please specify whether Astralite or Hyperion Glass is desired, also Etched or Plain. 
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Finish: 


Bank 


Bronze 


These fixtures will only be furnished “‘Bare”’ 


be supplied. 





Ornamental Commercial Fixtures 


(Astralite or Hyperion Glass) 
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-no sockets or wire will 


and “‘Knocked Down” 
(Assembly very simple—high packing cost eliminated). 





Glassware and fixture parts packed together 


in individual cartons. 





~ DIMENSIONS 


NUMBER | ASTRALITE HYPERION DIMENSIONS of GLASS of FIXTURES 
ee Eixturce meee : = ; * Pau Length Width 
Complete ees Plain Etched Plain Length Width Fitter Ovecail Overall 

3618-E | $73.50 $63.75 $72.00 $62.25 11%" 18" 8" 42" 24" 

3616-E 58.50 DLa7D 57.00 50.25 ip 16" ot 42" 228 


Please specify whether Astralite or Hyperion Glass is desired, also Etched or Plain 
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Ornamental Commercial Fixtures 


Finish: 


Bank 


Bronze 


(Astralite or Hyperion Glass) 





Glassware: 


Etched 
or 
Plain 


These fixtures will only be furnished “Bare” and “Knocked Down”—no sockets or wire will 


be supplied. 


(Assembly very simple 





high packing 


cost eliminated). 


Glassware and fixture parts packed together in individual cartons. 

















; | | DIMENSIONS 
NUMBER ASTRALITE HYPERION | DIMENSIONS of GLASS | of FIXTURES 
Fixture ; E : : : | Length | Width 
Ponriete Etched Plain Etched Plain Length Width Fitter | Overall Overall 
3218-E $60.00 $50.25 || $58.50 $48.75 11%" 18" ue 24" 24" 
3216-E 45.00 38.25 43.50 36.75 1134" 16" 6" 23" 22% 
3214-E 37.08 32.28 36.00 31.20 1134" 14" 6" 23" 20" 
3212-E 29.85 26.10 29.25 25.50 11" 12" 6" 23" 18" 
3209-E 19.23 15.78 18.75 15.30 97%" g" 4" 18" 14" 
Please specify whether Astralite or Hyperion Glass is desired, also Etched or Plain. 
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Ornamental Commercial Fixtures 


(Astralite 
or 
Hyperion 
Glass) 


Finish: 


Bank 
Bronze 
Glassware: 

Etched 
or 


Plain 





These fixtures will only be furnished “Bare” and “Knocked Down’’—no sockets or wire will be supplied. (Assembly 
very simple—high packing cost eliminated. 
Glassware and fixture parts packed together in individual cartons. 




















> ie Zz : ¥ La % = Sess, ay ~ DIMEN I NS 
NUMBER ASTRALITE HYPERION | DIMENSIONS of GLASS | of tat ee 

fet Fixtures allie ee ; a <i = leon een |e Lengths |) 8, Width 

_ Complete aks os oe : Etched he Lene Width gr ories Overall . __ Overall _ 

3018-E $61.50 $51.75 $60.00 $50.25 11%" 18" 8" | 42" 24" 
3016-E 46.50 39.75 45.00 38.25 11 3g" 16" 6" 42" 22" 
3014-E 38.58 33.78 37.50 32.70 1133," 14% 6s 42" 20" 
3012-E oles 27.60 30.75 27.00 } 114%" PF 6" 42" 18" 
3009-E | 20.73 17.28 __20.25 _ 16.80 HI 97%" 9" Ae 425 14" 





Please specify whether Astralite or Hyperion Glass is desired, also Etched or Plain. 
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Ornamental Commercial Fixtures 


(Astralite or Hyperion Glass) 
(Etched or Plain) 





i 
i 

) 

a 

No. 3909E 

Finish: Bank Bronze 

iid 

i] 

t No. 3809E 
d 

il 


These fixtures will only be furnished “Bare”? and ‘‘“Knocked Down”—no sockets or wire will 
be supplied. 


Glassware will not be furnished separately. 


Glassware and fixture parts packed together in individual cartons. 

















DIMENSIONS 
NUMBER ASTRALITE HYPERION | DIMENSIONS of GLASS | of BRACKETS 
Fixture : - aie a : : Length Extension 
Eouielets Etched Plain Etched Plain Length Width Fitter Overall ~} -Ovecall 
3809-E $30.78 $27.54 $30.30 $27.06 97%" g" 4" 2558 12%" 
3909-E 18.78 15.54 18.30 15.06 9%" g" 4" | 200 10%" 








Please specify whether Astralite or Hyperion Glass is desired, also Etched or Plain. 


J 10 |e 


8 Ornamental Commercial 
‘ Fixtures 


(Astralite or Hyperion Glass) 






No. 3418E 





Finish: Bank Bronze 
Glassware: Etched or Plain 


These fixtures will only be furnished ‘‘Bare”’ 
and ‘Knocked Down’’—no sockets or wire will 
be supplied. (Assembly very simple — high 
packing cost eliminated.) 


Glassware and fixture parts packed together 





























No. 3318E in individual cartons. 
L DIMENSIONS 
ES seks oe HYPERION DIMENSIONS of GLASS of FIXTURES _ 
Fixture pe ee hee ie Ses eH | : © Spee Length Width 
Complete ieee + Plain = : enes | 4S ee EIS z Br stter Overall Overall 
3418-E $30.75 $21.00 $29.25 | $19.50 11%" 18" 8" 42" 18" 
3416-E 24.45 17.70 23.25 16.50 1134" 16" 6" 42" 16" 
3414-E 21.03 16.44 20.25 15.36 = |) A1eeer 14" 6" 42" 14" 
3412-E 18.15 14.94 17.55 13.29 114" 12" 6" 42" 12" 
3318-E $32.25 $22.50 $30.75 $21.00 | 11%" 18" 8" 24" 18" 
3316-E 25.95 19.20 24.75 18.00 | 11%" 16" 6" 23" 16" 
3314-E iA 17.94 21.75 16.86 } 11 3%" 14" 6" 34 14" 
3312-E 19.65 16.29 19.05 15.69 1144" 12" 6" 23" 13. 








Please specify whether Astralite or Hyperion Glass is desired, also Etched or Plain. 
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Ornamental Commercial Fixtures 


(Astralite or Hyperion Glass) 


a Cee 





No. 3409E 


Finish: Bank Bronze 


Glassware: Etched or Plain 


OST oi deeming SS ss i 


No. 3309E 





These fixtures will only be furnished “Bare” and “Knocked Down’—no sockets or wire will 


be supplied. 
Glassware and fixture parts packed together in individual cartons. 




















JIMBE | DIMENSIONS 
NUMBER ASTRALITE HYPERION DIMENSIONS of GLASS | of FIXTURES 
Fixture 3 x Ears ret | Length Width 
Complete Etched Plain sss Boa | Legth Width Fitter Overall _ Overall 
3309-E $18.03 $14.79 $17.55 $14.31 97%" 9" 4" 18" bs 
3409-E 16.53 13.29 16.05 12.81 93%" 9" 4" 18" 9” 
Please specify whether Astralite or Hyperion Glass is desired, also Etched or Plain. 


The Directo-Lite Unit 





Nos. 786 and 787—Ceiling Type Holder 


Finish 
Statuary Bronze. 
Loop and Crown Antique Gold. 


Wiring Specifications 

No. 786 furnished with slow ‘burning wire, 
two lugs and one set screw, wired complete with 
Pigtail’ Receptacle. Peep Flanged Canopy, 
714" diam. with offset strap, lugs, and screws. 

No. 756 furnished slow burning wire, two lugs 
and one set screw, wired complete with medium 
socket, deep flanged canopy with slip ring and 
34" female stem. 

No. 757 same as 756 but equipped with 
mogul socket. 

No. 787 same as 786 but equipped with 
Nos. 756 and 757—Suspension Type Hanger mogul socket. 





The Directo-Lite Unit is manufactured from hyperion glass with an open bottom in which a polished 
Crystal Ornamental Reflector Plate is inserted thus directing the principal rays of the light down- 
ward upon the working plane. 

















| PRICES | | | WEIGHTS | 
NUMBERS I) |'STANDARD | DIMENSIONS of GLASS — — - | Recom- 
Fixture Glass | Each Each | PACKAGES | | Fixture Standard | mended 
Complete Only | Fixture | Glass | Glass Only | Width Length Fitter Complete Package Wattage 
Complete Only | | Glass Only | 
| = oe = | | z = = jee ae See 
756/51 51° J $12:30.. | ($7.50 ° | 1 } 14 x 9 x 6 14 Ibs. 12 Ibs. | 150-200 
757/51 51 | 12.90 | 7.50 1 | 14 x 9 x 6 14 Ibs. 12 lbs. 150-208 
786/51 51 | 10.65 | 7.50 || 1 ee t4gee x 9 x 6 14 Ibs. 12 Ibs. 150-200 
787/51 51 | 11.25 7.50 | 1 | 14 x 9 x 6 14 lbs. 12 lbs. 150-200 








Note—Each complete fixture is a Standard Package. 
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Nos. 44-46 and 47—-Suspension Type Hanger 
Finish—Statuary Bronze. 

Length of Hanger only, 28”. To get overall 
length of fixture complete add length of hanger 
and depth of glass. 

Wiring Specifications 

Nos. 44 and 46 Hanger wired with No. 16 slow 
burning wire and special Edison base socket. 

No. 47 Hanger wired with No. 14 slow burn- 
ing wire and Mogul base porcelain socket. 


Zhe ANGULAR INWARD 
and CONVEX CENTRE of’ 
9/77 Od he ee OD 





Wiring Specifications 
Nos. 94 and 96 Holder equipped with Edison 


base porcelain receptacle. 


No. 97 Holder equipped with Mogul base 


porcelain socket. 


























PRICES | WEIGHTS 

NUMBERS Each Each | Each Each STANDARD) DIMENSIONS Stand. | Recom- 
Fixture Glass | Fixture | Glass Fixture Glass |} PACKAGES) of GLASS Fixture | Package || mended 
Complete Only | Complete Only Complete Only | Glass Only ’ ae Com- Glass || Wattage 

“‘Astralite’’| ‘‘Astralite’’| “‘Hyperion’’| ‘‘Hyperion”’ Width Length Fitter) plete Only 

44/60 60 $4.95 $1.95 $174k Sie 4 10 x 7% x 4| 8 lbs. | 16 Ibs. 100 

46/61 61 7.71 4.78 7.17 4:33 2 /13 x 84% x 6] 12 Ibs. | 14 Ibs. || 150-200 

46/62 62 8.88 6.00 8.25 | 5.53 1 /16 x 11. x 6/13 1bs. | 10 Ibs. | 200-300 

47/62 62 9.68 6.00 8.85 | 5.53 1 16 exe x 6 P23 lbs: 10 lbs. | 200-300 

94/59 59 Pe | 1.23 3.00 i Pals 12 ox 6 x 4 6 lbs. | 28 lbs. | 60 

96/60 60 3.90 1.95 3.69 1.78 4 10 == he =! 8 lbs. | 16 lbs. 100 

96/61 61 6.72 4.78 6.18 4.33 2 113 x 8% x 6 13 Ibs. 14 lbs. {| 150-200 

















Note—One fixture complete with Glass is a Standard Package. 


On all orders for less than Standard Packages as listed, add 50% to list price. 


Please specify whether Hyperion or Astralite Glass is wanted 


J 14 Ie 


Nos. 754-756 and 757—Suspension Type Hanger The ANGULAR INWARD 
Finish and CONVEX CENTRE of 


Statuary Bronze. The EVEREST UNIT 
Loop and Crown Antique Gold. 
Wiring Specifications 
Nos. 754 and 756 furnished with slow burn- 





Wiring Specifications 












































ing wire, two lugs and one set screw wired Nos. 784 and 786 furnished with slow burning 
complete with medium socket, deep flanged wire, two lugs and one set screw wired complete 
canopy with slip ring and %¢ inch female stem. with Pigtail receptacle. Deep flanged canopy, 
No. 757 same as 756 but equipped with 714 inches diameter with offset strap, lugs 
Mogul socket. and screws. 
| : PRICES _ Loe i ‘ | WEIGHTS | 
NUMBERS rat ——ISTANDARL| DIMENSIONS | ronda 
: | Each Each Each Each <| of GLASS Stand. | Recom- 
Fixture Glass | pix Gl TRE Gl PACKAGES Fixt | Pack aed 
Complete Only | ixture | ass 1xture ass ] Glass Only / . wxture | ac Boo mendce 
Complete Only | Complete Only |Width Length Fitter| Com- | Glass Wattage 
\|‘*Astralite’’| ‘‘Astralite’’| ‘““Hyperion’’| ‘‘Hyperion’’| | plete | Only 
| - —_——| - |__| 
784/59X soX | $6.87 $205 ano $6.60. 9) 5 $3.75 12 } 8 x 6 x 4] 71bs. | 28 lbs. | 60 
784/60X 60X 8.46 5.73 | 8.04 5.25 | 4 10 x 7% x 4] 91bs. | 161bs. | 100 
786/61X 61X | 13.53 9.90 | 12.81 9.00 | 2 13. x 84 x 6/11 lbs. | 141bs. | 150-200 
754/60X 60X | 10.14 673%) | 9572 5.25 || 4 10 x 7% x 4] 91bs. | 161bs. | 100 
756/61X 61X | 15.27 9.90 14.55 9.00 | 2 13 x 814 x 6] 11 1bs. | 14 Ibs. || 150-200 
756/62X 62X | 17.97 13.20 16.98 | 12.00 1 16 x 11. x 6/ 141bs. | 10 Ibs. | 200-300 
757/62X 62X | 18.57 13.20 17.58 12.00 1116 x 11 x 6/ 141bs. | 10 Ibs. || 200-300 





Note—One fixture complete is a Standard Package. : f 
On all orders for less than Standard Packages as listed, add 50% to list price. Please specify whether Astralite or Hyperion Glass is wanted. 
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Hyperion Units 









Nos. 94-96 and 97—Ceiling Type Safety Screwless 
Holder 


Finish 


Statuary Bronze. 


Wiring Specifications 
Length of Hanger only, 28”. . 

No. 44 and 46 Hanger wired with No. 16 
slow burning wire and special Edison base 
socket. 

No, 47 Hanger wired with No. 14 slow burn- 
ing wire and Mogul base porcelain socket. 

No. 94 and 96 Holder equipped with Edison 
base porcelain receptacle. 

No. 97 Holder equipped with Mogul base 
porcelain socket. 

All fixtures will be furnished with special 


















































4 7 
Nos. 44-46 and 47—Suspension Type Safety Screwless socket and wire that will not be connected or 
Hanger attached to the fixture. 
WEIGH 
NUMBERS | eh STANDARD, DIMENSIONS of GLASS [a  e eeee 
Fixture Glass Each Each | Each | PACKAGES é Stand. | Stand. | mended 
Complete Only | Fixture Glass | Fixture | Glass Only |Width Length Fitter] Fixture | Package} Packagel| Wattage 
Complete} Only | Only | | Com- Glass | Fixtures 
| Wired | plete Only Only 
*44/8610 *8610 $4.65 $1.68) 1) 9$2°70 4 {1 Onex. 7%x 4 7 lbs. | 13 lbs. | 32 Ibs. 100 
44/8612 *8612 5.64 2504 San 70) 4 Pa. 8 x 4 8 lbs. | 17 Ibs. | 32 Ibs. || 100-150 
*46/8612 *8612 | 5.97 2.94 2.85 4 pes 8 x 6 8 lbs. | 17 lbs. | 45 lbs. || 100-150 
*46/8614 *8614 6.96 4.11 2.85 2 14 x 954 x 6 || 10 lbs. | 13 Ibs. | 45 Ibs. || 150-200 
*46/8616 *8616 7.95 5.259) 2.85 | 1 16.5 xe PIL I6 ee Oe L2rl ba: 9 Ibs. | 45 Ibs. || 200-300 
46/8618 *8618 | 11.10 $25 te 2.855 | 1 iy se Ge x 6 || 14 Ibs. | 13 lbs. | 45 Ibs. || 300-500 
47/8616 *8616 | 8.55 5.25 | 3.45 1 16 x 11340 ex, Get 2 bs: 9 lbs. | 45 Ibs. || 200-300 
47/8618 *8618 11.70 8.25 3.45 1 RE Fey 15167 x 6 || 141bs. | 13 lbs. | 45 lbs. || 300-500 
*94/8610 *8610 | 3.15 1.68 1.50 4 ie ee 784 exe 4 7 Ibs. | 13 lbs. | 35 Ibs. 100 
94/8612 *8612 | 4.47 2.94 1.50 4 ie ea 8 ae 4: 8 Ibs. | 17 Ibs. | 35 Ibs. || 100-150 
*96/8612 *8612 4.98 2.94 1.65 | 4 [oe 8 x 6 8 lbs. | 17 Ibs. | 38 lbs. || 100-150 
*96/8614 *8614 5.97 4.11 1.65 | 2 14 x 954 x 6 || 10 lbs. | 13 Ibs. | 38 Ibs. || 150-200 
96/8616 *8616 | 6.96 5.25 1.65 1 16 -« 11% +$.x 6 | 12 Ibs. 9 lbs. | 38 lbs. || 200-300 
97/8616 *8616 | 7.56 5.25 2.25 1 16 x 11% +‘.x 6 (| 121bs. | 9 1bs. | 38 Ibs. || 300-500 














*Denotes stock item. 

Nore—One fixture complete with Glass is a Standard Package. 24 fixtures only, without 
Glass, is a Standard Package. 

On all orders for less than Standard Packages as listed, add 50% to list price. 
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Hyperion Units 





Nos. 94-96 and 97—Ceiling Type Safety Screwless 
Holder 


Finish 


Statuary Bronze. 


Wiring Specifications 
Length of Hanger only, 28”. 

No. 44 and 46 Hanger wired with No. 16 
slow burning wire and special Edison base 
socket. 
No. 47 Hanger wired with No. 14 slow burn- 
ing wire and Mogul base porcelain socket. 
No. 94 and 96 Holder equipped with Edison 
base porcelain receptacle. 
No. 97 Holder equipped with Mogul base 
porcelain socket. 

All fixtures will be furnished with special 
socket and wire that will not be connected or 








Nos. 44-46 and 47—Suspension Type Safety Screwless 









































Hanger attached to the fixture. 
PRICES | WEIGHTS 
NUMBERS STANDARD) DIMENSIONS of GLASS | Recom- 
Fixture Glass Each Each Each PACKAGES | Stand. | Stand. || mended 
Complete Only Fixture Glass Fixture || Glass Only |Width Length Fitter] Fixture | Package | Package || Wattage 
Complete Only Only | Com- Glass | Fixtures || 
Wired plete Only Only 

44/637 *637 $4.65 $1.68 $2.70 | 4 LOM x 64 x 4 7 lbs. | 13 lbs. | 32 Ibs. 100 
44/638 *638 5.64 2.94 2.70 | 4 Lex 6% x 4 8 lbs. | 17 lbs. | 32 Ibs. || 100-150 
46/638 *638 5.97 2.94 2.85 4 125 =x 642 % 6 | 8 lbs. | 17 Ibs. | 45 Ibs. || 100-150 
46/639 *639 6.96 4.11 2.85 im | 14 x 734 x 6 | 10 lbs. 13 lbs. 45 lbs. || 150-200 
46/640 *640 7.95 5.25 285 ee a 16 x 9% x 6 12 lbs. 9 Ibs. 45 lbs. 200-300 
47/640 *640 8.55 5225 3.45 1 16 x 934 x Gea \\el2ilba: 13 lbs. 45 lbs. || 200-300 

94/637 *637 3.15 1.68 1.50 | 4 10x 64% «x 4 7 Ibs. 9 lbs. | 35 1bs. || 100 
94/638 *638 4.47 2.94 1.50 4 12 x 644 x 4 8 lbs. 17 lbs. 35 Ibs. || 100-150 
96/638 *638 4.98 2.94 1.65 | 4 LQ x 6% x 6 8 lbs. | 17 lbs. | 38 lbs. || 100-150 
96/639 *639 5.97 4.11 1.65 || 2 14 x 734 x 6 10 lbs. 13 lbs. 38 Ibs. || 150—200 
96/640  *640 6.96 5.25 1.65 | 1 16 x 93 x 6 | 121bs. | 9 Ibs. | 38 Ibs. || 200-300 
97/640 *640 7.56 5:25 2.25 | 1 ee 26: x 934 x 6 12 lbs. 9 lbs. 38 lbs. 300-500 

















*Denotes stock item. 

Notre—One fixture complete with Glass is a Standard Package. 24 fixtures only, without 
Glass, is a Standard Package. 

On all orders for less than Standard Packages as listed, add 50% to list price. 
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Hyperion Units 





Nos. 94-96 and 97—Ceiling Type Safety Screwless 
Holder 


Finish 
Statuary Bronze. 


Wiring Specifications 


Length of Hanger only, 28”. 

No. 44 and 46 Hanger wired with No. 16 
slow burning wire and special Edison base 
socket. 

No. 47 Hanger wired with No. 14 slow burn- 
ing wire and Mogul base porcelain socket. 

No. 94 and 96 Holder equipped with Edison 
base porcelain receptacle. 

No. 97 Holder equipped with Mogul base 
porcelain socket. 

All fixtures will be furnished with special 




















Nos. 44-46 and 47—Suspension Type Safety Screwless socket and wire that will not be connected or 
Hanger attached to the fixture. 
PRICES WEIGHTS 
NUMBERS Hac Each STANDARD) DIMENSIONS of GLASS . Stand. | Stand. Recom- 
Fixture Glass F ach Each Fixture | PACKAGES) Fixture Package| Package) mended 
Complete Only ixture Glass Only Glass Only |Width Length Fitter, Com- Glass | Fixtures) Wattage 
Complete) Only Wired plete Only Only 

44/642 *642 $4.65 $1.68 $2.70 4 10 x 74 x a 7 \bs. 13 lbs. 32 Ibs. | 100 
44/643 *643 5.64 2.94 2.70 4 12 x 8% x 4 8 lbs. | 17 lbs. 32 Ibs. | 100-150 
46/643 *643 5.97 2.94 2.85 4 12 x 84% x 6 8 lbs. 17 Ibs. | 45 Ibs. 100-150 
46 644 *644 6.96 4.11 2.85 Z 14 x 94 x 6 10 lbs. 13 lbs. 45 lbs. 150-200 
46/645 *645 7.95 5.20 2.85 1 16 x 1034 x 6 12 lbs. 9 lbs. 45 Ibs. 200-300 
46 646 “646 11.10 8.25 2.85 1 18 x 11 x 6 14 lbs. 13 Ibs. | 45 lbs. 300-500 
47/645 *645 8.59 5.25 3.45 1 16 x 1034 x 6 12 lbs. 9 Ibs. 45 lbs. 200-300 
47/646 *646 1 1.70 8.25 3.45 1 18 x 11 x 6 14 lbs. 13 lbs. 45 lbs. 300-500 

94/642 *642 3.15 1.68 1.50 + 10 x 744 x 4 7 \bs. 13 lbs. 35 Ibs. 100 
94/643 *643 4.47 2.94 1.50 4 12 x 8% x 4 8 Ibs. 17 lbs. 35 Ibs. 100-150 
96/643 *643 4.98 2.94 1.65 4 12 x 84 x 6 8 lbs. 17 lbs. 38 lbs. 100-150 
96 644 *644 5.97 4.11 1.65 2 14 x 914 x 6 12 lbs. 13 lbs. 38 lbs. 150-200 
96 645 3645 6.96 5.25 1.65 1 16 x 1034 x 6 14 lbs. 9 Ibs. 38 lbs. 200-300 
97/645 645 7.956 §.25 2.25 1 16 x 1034 x 6 14 lbs. 9 Ibs. 38 !bs. 300-500 


*Denotes stock item. 

Nore—One fixture complete with Glass is a Standard Package. 24 fixtures only, without 
Glass, is a Standard Package. 

On all orders for less than Standard Packages as listed, add 50% to list price. 


Hyperion Units 





Nos. 94-96 and 97—Ceiling Type Safety Screwless 
Holder 


Finish 
Statuary Bronze. 


Wiring Specifications 
Length of Hanger only, 28”. 

No. 44 and 46 Hanger wired with No. 16 
slow burning wire and special Edison base 
socket. 

No. 47 Hanger wired with No. 14 slow burn- 
ing wire and Mogul base porcelain socket. 

No. 94 and 96 Holder equipped with Edison 
base porcelain receptacle. 

No. 97 Holder equipped with Mogul base 
porcelain socket. 

All fixtures will be furnished with special 
socket and wire that will not be connected or 





Nos. 44-46 and 47—-Suspension Type Safety Screwless R 
Hanger attached to the fixture. 


No. 400, 401 and 402 are furnished without hole, unless contrary is specified. 
































| 
PRICES | | WEIGHTS 

NUMBERS |STANDARD]| DIMENSIONS of GLASS | = ————— Recom- 
Fixture Glass Each | Each Each || PACKAGES) | Stand. Stand. mended 
Complete Only Fixture Glass | Fixture Glass Only ||Width Length Fitter! Fixture | Package| Package|) Wattage 

Complete} Only Only Com- | Glass | Fixtures] 

| Wired | plete | Only | Only | 
44/400 *400 $4.20 $1.26 $2.70 12 8 x 9 x 4 7 lbs. | 22 lbs. | 32 tbs. 100-150 
*46/401 *401 5.97 2.94 | 2.85 2 10 x 12 < 6 10 lbs. | 11 lbs. | 45 lbs. 150-200 
*46/402 *402 6.96 Ae 2.85 2 12 x 14 x Gr l2 Ibaan) 13 lbs* 45i lbs: 200-300 
47/402 *402 7s000 4.11 S.400uT 2 12 x 14 x 6 || 12 lbs. | 13 lbs. 45 lbs. || 300-500 
94/400 *400 < §2.70. | 1.26 1.50 | 12 8 x 9 x Ay sites lbsa|"221bs- 35 lbs. 100-150 
96/401 *401 | 4.98 | 2.94 1.65 2 10 x 12 x 6 || 10 lbs. | 11 Ibs. | 38 Ibs. 150-200 
96/402 *402 5.97 wl 4.11 1.65 | Z 12 x 14 x 6 || 12 Ibs. 13 lbs. 38 lbs. 4 300-500 
97/402 *402 6.57 | 4.11 Zeno 2 (eae x 14 x 6 || 12 lbs. 13 lbs. 38 lbs. 300-500 





*Denotes stock item. 

Nore—One fixture complete with Glass is a Standard Package. 24 fixtures only. without 
Glass, is a Standard Package. 

On all orders for less than Standard Packages as listed, add 50% to list price. 
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Decorative 
Ornamental 
Commercial Units 


This hanger is unsur- 
passed in design and 
beauty, and quality of 
material and workman- 
ship are of the best. A 
decorative type of com- 
mercial luminaire for the 
most fastidious require- 
ments, combined with 
the best in lighting efh- 
ciency—‘“‘Hyperion.” 


Finish 
Bronze and Gold. 


Specifications 


Special screw collar ceiling attachment. 
Heavy cast ornamental ring on holder. 


No. 44 hanger wired with No. 16 slow burn- 
ing wire and Edison base porcelain socket. 


No. 45 hanger wired with No. 14 slow burn- - 
ing wire and mogul base porcelain socket. 


Glassware will be furnished with holes. 




















\| PRI 
NUMBERS | Sa STANDARD | DIMENSIONS of GLass |——WE!GHTS__|  pecom- 
Fixture Glass | Each Each PACKAGES | : Standard mended 
Complete Only | Fixture | Glass Glass Only Width Length Fitter Fixture Package Wattage 
| Complete | Only | Complete | Glass Only 
—— - .— | (Se A See ee) 
44h 8612G *8612G) $12.24 | $6.30 + | 12 x 8 x 6 9 lbs. 18 Ibs. 100-150 
44A 8614G 3 8614G 13.86 9.00 2 | 14 x 9% x 6 11 lbs. 14 Ibs. 150—200 
44A/8616G *8616G) 15.54 | 12.00 1 | 16s one 1156 ans 12 lbs. 10 Ibs. 200-300 
*45A/8616G *8616G 16.29 12.00 1 | 16 x 11% x 6 12 lbs. 10 lbs. 200-300 

















*Denotes stock item. 
Note—Each complete fixture is a Standard Package. 
On all orders for less than Standard Packages of Glass, add 50% to list price. 
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Decorative Ornamental Commercial Units 
HYPERION UNITS 





~ 


Nos. 786 and 787—Ceiling Type Holder 
Finish 
Statuary Bronze. 
Loop and Crown Antique Gold. 


Wiring Specifications 

No. 786 furnished with slow burning wire, 
two lugs and one set screw, wired complete with 
Pigtail: Receptacle. Deep Flanged Canopy, 
714" diam. with offset strap, lugs, and screws. 

No. 754 and 756 furnished slow burning wire, 
two lugs and one set screw, wired complete 
with medium socket, deep flanged canopy with 
slip ring and 34” female stem. 

No. 757 same as 756 but equipped with 
mogul socket. 

No. 787 same as 786 but equipped with 
mogul socket. 















































Nos. 754-756 and 757—Suspension Type Hanger Glassware will be furnished without holes. 
PRICES | WEIGHTS | 
NUMBERS STANDARD] DIMENSIONS of GLASS | Recom- 
Fixture Glass Each Each PACKAGES | Fixture Standard mended 
Complete Only Fixture Glass Glass Only Width Length Fitter Complete Package Wattage 
Complete Only Glass Only 

754/642G 642G $8.40 $4.50 + 10 x 71% x 4 8 lbs. 13 Ibs. 100 
754/643G 643G 10.20 6.30 4 12 x 8% x 4 9 lbs. 17 lbs. 100-150 
*756/643G 643G 10.80 6.30 4 12 x 8% x 6 9 Ibs. 17 lbs. | 100-150 
*756/644G 644G 13.50 9.00 2 14 x 9% x 6 11 lbs. 13 Ibs. 150-200 
*756/645G 645G 16.50 12.00 1 16 x 10% x 6 13 lbs. 9 Ibs. 200-300 
757/645G 645G 17.10 12.00 1 16 x 10% x 6 13 lbs. 9 lbs. || 200-300 

784/642G 642G VeLd 4.50 4 10 x 1% x 4 8 lbs. 13 lbs. 100 
*786/643G 643G 9.21 6.30 4 | 12 x Ble x 6 9 lbs. 17 \bs. 100-150 
786/644G 644G | 11.91 9.00 2 | 14 x 9% x 6 11 lbs. 13 lbs. 150-200 
786/645G 645G 14.91 12.00 1 | 16 x: 10% x 6 13 lbs. 9 lbs. 200-300 
787/645G 645G 15.51 12.00 1 16 x 10% x 6 13 lbs. 9\bs. || 200-300 











*Denotes stock item. 
Notre—Each complete fixture is a Standard Package. 
On all orders for less than Standard Packages of Glass, add 50% to list price. 
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Commercial, Store and School Lighting 
HYPERION UNITS 





Nos. 786 and 787—Ceiling Type Holder 


Finish 
Statuary Bronze. 
Loop and Crown Antique Gold. 


Wiring Specifications 

No. 786 furnished with slow burning wire, 
two lugs and one set screw, wired complete with 
Pigtail Receptacle. Deep Flanged Canopy, 
714" diam. with offset strap, lugs, and screws. 

No. 754 and 756 furnished slow burning wire, 
two lugs and one set screw, wired complete 
with medium socket, deep flanged canopy with 
slip ring and 3” female stem. 

No. 757 same as 756 but equipped with 
mogul socket. 

No. 787 same as 786 but equipped with 
Nos. 754-756 and 757—Suspension Type Hanger mogul socket. 























PRICES | | WEIGHTS | 
NUMBERS —_—- —$— —| STANDARD| DIMENSIONS of GLASS | Recom- 
Fixture Glass Each Each PACKAGES Fixture Standard mended 
Complete Only Fixture Glass Glass Only | Width Length Fitter Complete | Package Wattage 
| Complete Only | | Glass Only 

754/601 *601 $5.85 $1.68 4 Ox 63% -.« 4 8 Ibs. 11 Ibs. 100 
754/602 *602 6.99 2.94 4 1px 73% 8x 4 9lbs. | 17 Ibs. 100-150 
756/602 *602 7.59 2.94 4 Wx. 734 x 6 ae 9 lbs. | 17 lbs. 100-150 
756/603 603 9.00 4.11 2 14 x 8 x 6 11 lbs. | 18 Ibs. || 159-200 
756/604 *604 9.90 5.25 2 16 x 83% x 6 13 Ibs. 14 Ibs. 200-300 
757/604 604 10.50 5.25 2 LGweex 83: x 6 || 13 Ibs. | 141bs. | 200-300 

784/601 *601 4.38 1.68 4 | 10 x Yee de Ct | Olbs ae imibs: 7 100 
786/602 *602 6.00 2.94 4 f 42 x 73 x” 69-9) 7 otbee |] 417 ths, 100-150 
786/603 *603 7.41 4.11 2 14 x B.te” G8 56 | eer pst 13 Ibs. | 150-200 
786 /604 *604 8.31 5.25 2 16 x 83% x 6 | 131bs. | 141bs. | 200-300 
787/604 604 8.91 5.25 2 16 x 83% x 6 | 131bs. | 141bs. || 200-300 


*Denotes stock item. 
Note—Each complete fixture is a Standard Package. 
On all orders for less than Standard Packages of Glass, add 50% to list price. 
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Commercial, Store and School Lighting 
HYPERION UNITS 





Nos. 786 and 787—Ceiling Type Holder 


Finish 
Statuary Bronze. 
Loop and Crown Antique Gold. 


Wiring Specifications 

No. 786 furnished with slow burning wire, 
two lugs and one set screw, wired complete with 
Pigtail Receptacle. Deep Flanged Canopy, 
714" diam. with offset strap, lugs, and screws. 

No. 754 and 756 furnished slow burning wire, 
two lugs and one set screw, wired complete 
with medium socket, deep flanged canopy with 
slip ring and 34” female stem. 

No. 757 same as 756 but equipped with 
mogul socket. 

No. 787 same as 786 but equipped with 


























Nos. 754-756 and 757—Suspension Type Hanger mogul socket. 
| 
PRICES | | WEIGHTS | 
NUMBERS ||_———— - — | STANDARD| DIMENSIONS of GLASS | ——_—_— —— —|| Recom- 
Fixture Glass | Each Each | PACKAGES Fixture Standard mended 
Complete Only Fixture | | Glass | Glass Only Width Length Fitter | Complete Package || Wattage 
Complete Only | | Glass Only | 
es a a E osc ee wes S| | 
754/613 5Ol3 ul $5.85 $1.68 4 10 x Clem axe 4 8 Ibs. Tisibsae| 100 
*754/614 *614 6.99 2.94 4 12 <= 71% x 4 9 lbs. 17 lbs. | 100-150 
756/614 *614 7.99 2.94 4 12 x 7% x 6 9 Ibs. 17 lbs. || 100-150 
*756/615 F615 39) 9.00 4.11 2 | 14 x 834 x 6 11 Ibs. La 1bss ae} 150-200 
*756/616 *616 9.90 nee 2 | 16 2 954 x 6 13 Ibs. 14 lbs. | 200-300 
757/616 7016s 10.50 nya 2 16 x 956 x 6 13 Ibs. 14 lbs. | 200-300 
784/613 *613 4.38 1.68 4 10 > 614 x 4 8 Ibs. 11 lbs. 100 
786/614 *614 6.00 2.94 4 i le x 7% x 6 | 9 lbs. 17 lbs. 100-150 
786/615 *615 7.41 2 HY 2 | 14 x 834 x 6 11 lbs. 13 lbs. || 150-200 
786/616 *616 8.31 5.25 2 16 x 95% x 6 13 lbs. 14 lbs. 200-300 
787/616 *616 | 8.91 Sale 2 16 x 9% x 6 13 lbs. 14 Ibs. | 200-300 





*Denotes stock item. 
Note—Each complete fixture is a Standard Package. 
On all orders for less than Standard Packages of Glass, add 50% to list price. 
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Decorative Ornamental Commercial Units 
HYPERION UNITS 





Nos. 786 and 787—Ceiling Type Holder 


Finish 
Statuary Bronze. 
Loop and Crown Antique Gold. 
Wiring Specifications 

No. 786 furnished with slow burning wire, 
two lugs and one set screw, wired complete with 
Pigtail Receptacle. Deep Flanged Canopy, 
714" diam. with offset strap, lugs, and screws. 

No. 754 and 756 furnished slow burning wire, 
two lugs and one set screw, wired complete 
with medium socket, deep flanged canopy with 
slip ring and 3@” female stem. 

No. 757 same as 756 but equipped with 
mogul socket. 

No. 787 same as 786 but equipped with 
mogul socket. 

Glassware will be furnished without holes 























Nos. 754-756 and 757—Suspension Type Hanger unless otherwise specified. 
STE EEEE:,,:£-77-77,77,,,,,,— ee 
PRICES | WEIGHTS 
_NUMBERS — - — | STANDARD |) DIMENSIONS of GLASS | Recom- 
Fixture Glass Each Each | PACKAGES Fixture Standard mended 
Complete Only | Fixture Glass | Glass Only || Width Length Fitter | Complete Package | Wattage 
| Complete Only | | Glass Only 
ee ee See Oe a “ : = | 
756/401H *401H $10.20 $6.30 2 10 x 12 x 6 11 Ibs. ll lbs. | 150-200 
756 402H *402H 13.50 9.00 2 12 x 14 x 6 13 Ibs. 13 lbs. 200-300 
757/402H *402H | 14.10 9.00 | 2 12 x 14 x 6 13 lbs. 13 lbs. 200-300 
786/401H *401H 9.21 6.30 | 2 10 x 12 x 6 11 lbs. Libs: 150—200 
786/402H *402H 11.91 9.00 2 12 x 14 x 6 | 13 Ibs. 13 lbs. 200-300 
787/402H *402H 12.51 9.00 2 12 x 14 x 6 | 13 Ibs. 13 lbs. || 200-300 
| | 














*Denotes stock item. 
Note—Each complete fixture is a Standard Package. 


On all orders for less than Standard Packages of Glass, add 50% to list price. 


Hyperion Units 








Nos. 15-33 and 57—Ceiling Type Gillway Holder 


Finish 
Statuary Bronze. 


Wiring Specifications 
Length of Hanger only, 28”. 


No. 30 and No. 31 Hanger—Edison base, 
porcelain socket and No. 16 slow burning wire. 

No. 32 Hanger—Mogul base, porcelain 
socket and No. 14 slow burning wire. 

No. 15—4” fitter Ceiling Ring—6” diameter, 
414” deep. Pigtail porcelain receptacle and 
crossbar. 

No. 33—6" fitter Ceiling Ring—8” diameter, 
5” deep. Equipped with pigtail porcelain recep- 
tacle and crossbar. 


No. 57 Ceiling Holder equipped with Mogul 















































4NOs, 5U-31 and 32—Suspension Type Gillway Hanger Base Socket. 

NUMBERS ERICES STANDARD) DIMENSIONS of GLass | eso TTS | Recom- 
Fixture Glass eee ae PACKAGES | ee re paee peep mended 
Complete Only Complete Only Glass Only | Width Length Fitter eainbleee Glass Only | Wattage 

*30/607 *607 $4.65 $1.68 4 | 10 x Glee x aes 8 lbs. 13 lbs. | 100 
30/608 *608 5.64 2.94 4 EZ x 658 x 4 8 lbs. 17 lbs. 100-150 
*31/608 *608 5.97 2.94 4 x 654 x 6 8 lbs. 17 lbs. || 100-150 
*31/609 *609 6.96 4.11 2 14 x 7% x 6 10 lbs. 13 Ibs. || 150-200 
*31/610 *610 7.95 5.25 2 16 x 834 x 6 12 Ibs. 9 lbs. || 200-300 
31/611 *61l 11.10 8.25 1 18 x 9 x 6 14 lbs. 13 lbs. || 300-500 
*32/610 *610 8.55 5aeo 2 16 x 834 x 6 12 lbs. 9 lbs. | 200-300 
32/611 *611 11.70 8.25 1 18 x 9 x 6 14 lbs. 13 Ibs. | 300-500 
61114 15.u0 1 20 mex e1O as 16 Ibs. 16 lbs. | 300-500 

*15 /607 *607 3015 1.68 4 LO eex 64% x 4 8 lbs. 13 lbs. | 100 
15/608 *608 4.47 2.94 4 12 x 6%% x 4 8 lbs. 17 lbs. 100-150 
*33 /608 *608 4.98 2.94 4 x 65% «x 6 8 lbs. 17 lbs. 100-150 
*33/609 *609 5.97 4.11 2 14x 7% x 6 10 Ibs. 13 Ibs. 150-200 
33/610 *610 6.96 5.25 2 16 x 83% x 6 12 Ibs. 9 Ibs. | 200-300 
57/610 *610 7.56 5.25 | 2 | 16 =x 83, x. 6 12 lbs. 9 lbs. || 300-500 








*Denotes stock item. 
Notre—Each complete fixture is a Standard Package. 
On all orders for less than Standard Packages of Glass, add 50% to list price. 
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Nos. 30-31 and 32—Suspension Type Gillway Hanger 










Nos. 15-33 and 57—Ceiling Type Gillway Holder 


Finish 
Statuary Bronze. 


Wiring Specifications 


Length of Hanger only, 28”. 

No. 30-and No. 31 Hanger—Edison base, 
porcelain socket and No. 16 slow burning wire. 

No. 32 Hanger—Mogul. base, porcelain 
socket and No. 14 slow burning wire. 

No. 15—+4" fitter Ceiling Ring—6” diameter, » 
414" deep. Pigtail porcelain receptacle and 
crossbar. 

No. 33—6” fitter Ceiling Ring—8” diameter, 
5” deep. Equipped with pigtail porcelain recep- 
tacle and crossbar. 


No. 57 Ceiling Holder equipped with Mogul 
Base Socket. 

































NUMBERS | ERI CES |'STANDARD | DIMENSIONS of GLASS | : WEIGHTS | Recom- 
Fixture Glass | oo ae | PACKAGES | | a SEES pen eig mended 
om | ixture ass | : : omplete ackage 

Complete Only | erintete Oak | Glass Only Width Length Fitter Pp Gtkes ae | Wattage 
30/619 *619 | $4.65 $1.68 || 4 Pits 6365 = 4 8 lbs. 13 Ibs. 100 
30/620 *620 5.64 2.94 4 be AWE” 6: 6% x 4 8 lbs. 17 lbs. | 100-150 
31/112 eee | 5.97 2.94 4 12 ex 714 exaG 8 Ibs. 17 lbs. || 100-150 
31/621 *621 6.96 4.11 2 14 x 8 x 6 10 lbs. 13 lbs. || 150-200 
31/622 *622 7.95 5.25 2 160ex 95% x 6 12 Ibs. 9 lbs. 200-300 
31/623 *623 11.10 8.25 1 18 x 10% x 6 ‘| 14 Ibs. 13 Ibs. 300-500 
32/622 *622 8.55 5.25 2 16 x 954 -%x 6 || 12 Ibs. 9 lbs. 200-300 
32/623 *623 11.70 8.75 1 187) x5 1036 Sie Gi le abs: 13 Ibs. 300-500 
15/619 *619 Br 15 1.68 | 4 fc 10g 6% =x 4 8 Ibs. 13 Ibs. | 100 
15/620 *620 4.47 3.947 1 4 128 x 6% x 4 8 lbs. 17 lbs. || 100-150 
33/112 “112 | 4.98 2.94 | 4 12, x) $9324" 9" [650 ok Ibs 17 Ibs. 100-150 
33/621 “621 | 5.97 4.11 | 2 14 x 8 X60) ae Onlbes 13 Ibs. 150-200 
33/622 *622 6.96 5.25 || 2 4 tie Ss 95% x 6 12 Ibs. 9 lbs. || 200-300 
57/622 622 7.56 5.25. |. 2 tee 6 95 x 6 12 Ibs. 9 lbs. || 200-300 


























*Denotes stock item. 
Nore—Each complete fixture is a Standard Package. 
On all orders for less than Standard Packages of Glass, add 50% to list price. 
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Hyperion Units 


ee ee 





Nos. 15-33 and 57—Ceiling Type Gillway Holder 


Finish 


Statuary Bronze. 


Wiring Specifications 
Length of Hanger only, 28”. 


No. 30 and No. 31 Hanger—Edison base, 
porcelain socket and No. 16 slow burning wire. 


No. 32 Hanger—Mogul base, porcelain 
socket and No. 14 slow burning wire. 


No. 15—4” fitter Ceiling Ring—6” diameter, 
414" deep. Pigtail porcelain receptacle and 
crossbar. 

No. 33—6" fitter Ceiling Ring—8” diameter, 
5" deep. Equipped with pigtail porcelain recep- 
tacle and crossbar. 





No. 57 Ceiling Holder equipped with Mogul 









































Nos. 30-31 and 32—Suspension Type Gillway Hanger Base Socket. 

NUMBERS EXICES | STANDARD! DIMENSIONS of GLASS |- eee | Recom- 
Fixture Glass | Each Each | PACKAGES | Fixture Standard | mended 
Complete Only | Fixture Glass | Glass Only | Width Length Fitter | Complete | Package Wattage 

| Complete Only | Glass Only 

30/4010 *4010 | $4.65 $1.68 4 105 =x 8% x - 8 lbs. 13 Ibs. 100 

30/4012 *4012 5.64 2.94 4 12 x 7% x 4 8 lbs. 17 lbs. | 100-150 
31/4012 *4012 | 5.97 2.94 4 12 ee 75% x 6 8 lbs. 17 lbs. || 100-150 
31/4014 *4014 6.96 4.11 | 2 14 x 834 =O 10 Ibs. 13 lbs. | 150-200 
31/4016 *4016 7.95 5e25 1 100 x 1034 x 6 12 lbs. 9 lbs. | 200-300 
32/4016 *4016 | 8.55 SoA 1 | 16 x 10% x 6 12 lbs. 9 Ibs. 200-300 
15/4010 *4010 | Belo 1.68 4 10x 8% x 4 8 lbs. 13 Ibs. | 100 

15/4012 *4012 4.47 2.94 4 | 12 xi 7% x 4 8 lbs. 17 lbs. 100-150 
33/4012 *4012 | 4.98 2.94 4 12 x 7% x 6 8 Ibs. | 17 lbs. 100-150 
33/4014 *4014 © 5.97 4.11 2 14 x 8 34 x 6 10 Ibs. 13 lbs. | 150-200 
33/4016 *4016_ | 6.96 pay 1 16 x 103% x 6 12 lbs. 9 Ibs. | 200-300 
57/4016 *4016 | 7.56 5.25 | 1 16 x 103% x 6 12 Ibs. 9 Ibs. 290-300 




















*Denotes stock item. 
Note—Each complete fixture is a Standard Package. 
On all orders for less than Standard Packages of Glass, add 50% to list price. 
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Modernistic Units 





*No. 1456 —Black Lined *No. 1456—Plain White 


Glass only will be furnished. Specify ‘‘Plain White” or “Black Lined.” 




















PRICES | «6 STANDARD WEIGHT | DIMENSIONS of GLASS 
NUMBER aq 1 
Giaas ach Each ~ I PACKAGE Standard | E F 
Black Lined Plain White | Package | Length Width Fitter 
wath Bh }— ‘. | a 2 eee : 
*1456 $9.00 $6.00 | 1 11 Ibs. [) 14}6: x 4975? xo 





*Denotes stock item. 
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GLASSWARE 
AND LIGHTING FIXTURE 


COMBINATIONS 


Kesidential 


jighting 





SeINO wz OLS 


All fixture parts are made of solid brass. 


Glassware shown on these fixtures will not be furnished separately. 

















Fixtures are furnished wired complete and packed with glassware in specially constructed 
cartons. 
NUMBER PRICE STANDARD LENGTH | SPREAD | NUMBER 
Fixture Each, Wired PACKAGE Overall Overall | FINISH of LIGHTS 
- | = 
224S $38.70 1 25 inches 16 inches Silver and Poly. 4 Lights 
201S 9.75 4 11‘, inches 7 inches Silver and Poly. 1 Light 
all orders for less than Standard Packages, add 50% to list price. 
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For the Dining Room For the Breakfast Room 





i NOw22395 


All fixture parts are made of solid brass. 


Fixtures are furnished wired complete with 


glassware in specially constructed cartons. 


Glassware shown on these fixtures will not 


be furnished separately. 














* No. 2048S 
NUMBER PRICE STANDARD LENGTH SPREAD FINISH NUMBER 
Fixture Each, Wired PACKAGE Overall Overall of LIGHTS 
*204S $40.50 1 42 inches 16 inches Silver and Poly. 4 Lights 
*223S 20.70 1 22 inches 9 inches Silver and Poly. 3 Lights 





*Denotes stock item. 


For the Dining Room 
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* No. 224G *No. 201G 


All fixture parts are made of solid brass. 
Glassware shown on these fixtures will not be furnished separately. 


Fixtures are furnished wired complete and packed with glassware in specially constructed 














cartons. 
NUMBER PRICE | STANDARD LENGTH SPREAD NUMBER 
Fixture | Each, Wired || PACKAGE Overall Overall FINISH | of LIGHTS 
*224G $38.70 1 25 inches 16 inches Gold and Poly. | 4 Lights 
*201G 9.75 4 114 inches 7 inches Gold and Poly. | 1 Light 








*Denotes stock item. 


On all orders for less than Standard Packages, add 50% to list price. 
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For the Dining Room For the Breakfast Room 





*No. 223G 


All fixture parts are made of solid brass. 


Fixtures are furnished wired complete with 


glassware in specially constructed cartons. 


Glassware shown on these fixtures will not 





be furnished separately. 

















*No. 204G 
NUMBER | PRICE STANDARD | LENGTH SPREAD | FINISH NUMBER 
Fixture | Each, Wired PACKAGE Overall Overall | * | of LIGHTS 
= == es = —_ | ee ———— oe 
| 
*204G | $40.50 1 48 inches 16 inches Gold and Poly. 4 Lights 
*223G 20.70 1 | 22 inches 9 inches Gold and Poly. 3 Lights 





*Denotes stock item. 
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For the Dining Room 





*No. 224B *No. 201B 


All fixture parts are made of solid brass. 
Glassware shown on these fixtures will not be furnished separately. 


Fixtures are furnished wired complete and packed with glassware in specially constructed 








Cartons. 
| | 
NUMBER PRICE STANDARD LENGTH SPREAD H | NUMBER 
Fixture Each, Wired PACKAGE Overall Overall FINIS | of LIGHTS 
*224B $38.70 1 25 inches 16 inches | Broaze and Poly. | 4 Lights 
*201B 9.75 4 11 '4 inches 7 inches | Broaze and Poly. | 1 Light 








On all orders for less than Standard Packages, add 50% to list price. 


*Denotes stock item. 
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POSS ann eee 


For the Dining Room For the Breakfast Room 


*No. 223B 


All fixture parts are made of solid brass. 


Fixtures are furnished wired complete with 


glassware in specially constructed cartons. 


Glassware shown on these fixtures will not 


be furnished separately. 


*No. 204B 


Eee 


NUMBER _ | PRICE | STANDARD | LENGTH SPREAD | eINTEE NUMBER 
Fixture Each, Wired | PACKAGE | Overall Overall of LIGHTS 
i} I 


* 204B $40.50 | 1 48 inches i 16 inches | Bronze and Poly. 4 Lights 
+ 2235 20.70 | 1 22 inches 9 inches Bronze and Poly. 3 Lights 


a Ee ES IS ee ee 
*Denotes stock item. 
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*No. 203 S *No. 203 B 


All fixture parts are made of solid brass. 


Fixtures are furnished wired complete with Glassware in specially constructed cartons. 
Glassware shown on these fixtures will not be furnished separately. 
| 
NUMBER | _ PRICE STANDARD | LENGTH | SPREAD FINISH NUMBER 


Fixture Each, Wired 


PACKAGE | Overall | Overall of LIGHTS 


*203G | $22.50 1 | 
*203S 50 1 
*203B 50 ] 


} 


48 inches Gold & Poly. \ 3 Lights 

48 inches Silver & Poly. 3 Lights 

48 inches 9 inches Bronze & Poly. 3 Lights 
| 


*Denotes stock item. 





Gillglo Dining Room Luminaire 


This luminaire is 
intended for dining- 
room use, designed 
to harmonize with 


Wired and Packed 
Complete with 
Glass in an Individ- 


ual Carton. 
the most popular 


combinations of 
dining-room — furn- 
ishings. 


91/589/102 AMBERGLO 





Finish—Fixture Antique Silver Glassware Amberglo 








| 





PRICES | STANDARD | WEIGHTS 
NUMBERS | ___—_—____| PACKAGES || DIMENSIONS of GLASS | —— - 
Fixture Glass Each Each aya ase a , ; Pistare ritaee 
Complete Only | Fixture | Glass | Fixture | Glass | Width Length Fitter | Complete Only 
Complete Only \Complete| Only | | 
— —_—— - -— - | ——__ ——— yo - I — — ; i : = 
91/589/102 589/102 | $27.75 | $15.60 | 1 a Pata ee ee Re eee 
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Bedroom and Sun Parlor 


Finish: Ivory Pastelle 





*No. 821 


Wired complete with keyless sockets. 


Glassware will not be furnished separate from 
fixture. 


Fixtures are packed complete with glassware 
in specially constru€ted cartons. 











NUMBER PRICE STANDARD WEIGHT Length SPREAD 





Fixture Complete Each Wired PACKAGE Standard Overall Overall 
Fixture Complete Package | 

*831 $10.05 1 8 lbs. 36 inches 13 inches 

*821 8.25 1 13% inches 13 inches 








*Denotes stock item. 
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Bedroom and Sun Parlor 


Finish: Ivory Pastelle 





Wired complete with keyless sockets. 


Glassware will not be furnished separate from 


fixture. 


Fixtures are packed complete with glassware 


in specially constructed cartons. 











No. 931 
EE 
NUMBER PRICE STANDARD WEIGHT LENGTH SPREAD 
Fixture Complete Each Wired PACKAGE Standard Overall | Overall 
Fixture Complete Package 
*931 $10.05 1 8 lbs. 36 ~=inches 13 % inches 
*921 8.25 1 7 \bs. 13'4 inches 13% inches 





*Denotes stock item. 
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Decorated Pendants 


*304/64114/S87 *216/4709/S88 *304/4709/S88 


Wired complete with Keyless Sockets. 
Finish: Ivory Pastelle. 








NUMBERS 


Fixture 
Complete 


*304/6411%4 
*216/641 14 
*304/4709 
*216/4709 


S87 
$87 
S88 
S88 


PRICES STANDARD | | WEIGHTS 
PACKAGES | DIMENSIONS of GLASS |——_____ aaa 
Glass Each Each \—_— AS] | Fixt | Standard 
Only Fixture Glass Fixture Glass | Width Length Fitter | ass ita Package 
Complete Only Complete| Only _ | | mips |Glass Only 
| 
64114/S87 $6.75 $3.00 1 12 9 x 634 x 4 | 61bs 26 lbs. 
64114/S87 4.83 3.00 1 12 9 x 6% x 4 5 Ibs. 26 lbs. 
4709 /S88 6.75 3.00 1 12 OD x 637 exee 4 © Gilbs 26 Ibs. 
4709 /S88 4.83 3.00 1 12 9 x 634 x 4 5 lbs. 26 lbs. 





* Den tes stock item. 


Note—Each complete fixture with glass is a Standard Package. On all orders for less than 
Standard Packages of Glass, add 50% to list price. 


If glass alone is ordered units will be furnished without holes unless otherwise specified. 
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Decorated Pendants 





*304/64114/S78 x *304/64114/S79 


Bedroom Unit Bedroom Unit 


Equipped with Keyless Socket. Finish: Ivory Pastelle. 














PRICES WEIGHTS 
NUMBERS —— ; STANDARD | DIMENSIONS of GLASS —_—_——— - - 
Fixture Glass Each Each | PACKAGES Standard 
Complete Only Fixture Glass Glass Only Width Length Fitter Fixture Package 
Complete Only Complete Glass Only 
*304/64114/S78 64144/S78 $5.64 $1.95 | 9 x 6%%4 x + 6 lbs. 26 lbs. 
*304/64114/S79 641 14/879 5.70 2.00 12 9 x 634 x a 6 lbs. 26 lbs. 





*Denotes stock item. 

Notre—Each complete fixture with glass is a Standard Package. On all orders for less than 
Standard Package, add 50%. If Glass alone is ordered, Units will be furnished without holes 
unless otherwise specified. 
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Decorated Units 





216/6412/78 216/6412/80 





*216/64114/78 . 216/64114/80 














g 
*216/64114/79 
Equipped with Pigtail Receptacle and Cross Bar. Finish: Ivory Pastelle. 
PRICES | | WEIGHTS 

NUMBERS a a | SL ANDARD |} DIMENSIONS of:GLASS | ae 
Fixture Glass Each Each | PACKAGES | Standard 
Complete Only Fixture Glass Glass Only Width Length Fitter Fixture Package 
Complete Only | Complete | Glass Only 

*216/64114/S78 64114/S78 $3.84 $1.95 “49° > Al vg lee Mig et ee 5ibs. | 26 Ibs. 

*216/64114/S79  64114/S79 3.90 2.00 12 9 x 6% x 4 5 lbs. 26 lbs. 

216/64114/S80 64114,/S80 4.14 2.25 12 Qy x". 6 84. etx ues 5 Ibs. | 26 Ibs. 





*Denotes stock item. 

Nore—Each complete fixture with glass is a Standard P 
Standard Packages of Glass, add 50% to list price. 

If glass alone is ordered, units will be furnished without } 


ackage. On all orders for less than 


1oles unless otherwise specified. 
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Decorated Pendants 


rie a Rie eee 









*304/4010/S83 Canary *304/57/103 Amber *304/4010/S84 Green 
Sun Parlor Luminaire _ Sun Parlor Luminaire Sun Parlor Luminaire 
Equipped with Keyless Socket. Finish: Ivory Pastelle. 

Each particular decoration is furnished only in the color illustrated. 

















| PRICES WEIGHTS 
NUMBERS a a STANDARD DIMENSIONS of GLASS 
Fixture Glass Each Each PACKAGES Hiettire Standard 
Complete Only Fixture Glass Glass Only Width Length Fitter Gomoblete Package 

Complete Only sett oa Glass Only 
*304/57/103 57/103 $11.85 $8.25 4 10 x 10 x 8 Ibs 15 lbs. 
*304/4010/S83 4010/3583 9.75 6.15 4 10 x 9 x 4 7 lbs 15 lbs. 
*304/4010/S84 4010/S84 10.50 6.39 4 10 x 9 x 4 7 lbs 15 lbs 


*Denotes stock item. 

Nore—One fixture complete with Glass is a Standard Package. 

On all orders for less than Standard Packages as listed, add 50% to list price. 

If glass alone is ordered, units will be furnished without holes unless otherwise specified. 
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Decorated Pendants 


ve ices) loess xe SR Poi ae 


226/502/S75 Key Socket 


226/502/S76 Key Socket 


Finish: Ivory Pastelle. 











226/502/8128 Key Socket 








PRICES WEIGHTS 
NUMBERS STANDARD DIMENSIONS of GLASS 
Fixture Glass Each Each PACKAGES Risture Standard 

Complete Only Fixture Glass Glass Only Width Length Fitter Com ete Package 

Complete Only Pp Glass Only 
226/502/S75 502/S75 $4.65 $1.26 12 7 x 5 x 2% 5 'bs. 18 lbs. 
226/502 ‘S76 502/S76 ska 1.95 12 7 x 5 x 2% 5 lbs. 18 lbs. 
226/502/8128 502/8123 4.71 1.35 12 7 x 5 Ds 2% 5 Ibs. 18 Ibs. 

Notre—One fixture complete with Glass is a Standard Package. 


On all orders for less than Standard Packages as listed, add 50% to list 
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nrice 
price. 


Decorated Pendants 








a Es 


20/453D Key Socket 


20/453/8116 Key Socket 20/502/S77 Key Socket 








25/453/8116 Pull Socket 25/502/S77 Pull Socket 25/453D Pull Socket 
Please specify whether Ivory and Blue or Ivory and Pink finish is desired. 
| PRICES | Prey oa ae GHTS 
NUMBERS -- Bets STANDARD | DIMENSIONS of GLASS ee 
Fixture Glass Each Each | PACKAGES Fixture Stand. Pkg 
Complete Only Fixture Glass Glass Only Width Length Fitter | Complete Glass Only 
Complete Only 

*20/453/8116 453/8116 | $3.60 $1.26 24 14g) BES Sy Vig RE I9 5 Ibs. 35 Ibs 
25/453/8116 453/8116 3.78 1.26 24 7% x 5 x 2% 5 Ibs 35 Ibs. 
*20/453/D  453D 3.45 1.20 24 74, x 5 x 2% 5 Ibs 35 Ibs 
25/453/D 453D 3.63 1.20 24 Wj x 5 ix 2h 5 Ibs 35 Ibs 
*20/502/S77 502/S77 3.81 1.35 12 7 x 5 x 2% 5 Ibs 18 Ibs 
25/502/S77__592/S77 3.99 1.35 12 7 x) Reus! 2 on 5 Ibs 18 Ibs 


*Denotes stock item. 
Nore—Each complete fixture is a Standard Package 


On all orders for less than Standard Packages of Glass, add 


50% to list price. 
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Compact Units 
‘“COMPACT”’ 


novel ‘‘one-piece’”’ 
lighting units 
FOR BEDROOM—KITCHEN—BATH— 
HALL—FOYER—OFFICE 


In 


“HY PERION” GLASS 


Plain White, Colored Bands and Solid Color 
Effects. 





‘*Compact’’ Ceiling Shade Type 
Shown with 
WHITE “HYPERION” GLASS 


List 
*C-15. Keyless. . ool 
C-16. Pull Chain 3.60 
C-l7e Levohers. nee 4.50 
C-185C.) O>&‘Switchye. eran ; 4:65 


Packed 12 to a Master Carton. 





‘‘Compact”’ Ceiling Type 
Shown with 


WHITE “HYPERION” GLASS 





List 

*C-1. Keyless—9" Diameter. $4.50 

*C-2. Pull Chain—9" Diameter ; 6.00 

C-3. Levolier—9" Diameter.... 6.75 

*C-4. C. O. & Switch—9" Diameter 7.50 

*C-23. Keyless—12" Diameter : : races 

be 3.3 C-24. Pull Chain—12" Diameter 10.50 

Compact’’ Wall Type C-7. Levolier—12" Diameter... 11.25 

Shown with C-8. C. O. & Switch—12" Diameter 12.30 

, min ¢é , . r99 TN mee *C-9. Keyless—14" Diameter. . 12.75 

WHITE “HYPERION” GLASS ©:10 Pull. Ghainai4¥ Dine 14.25 

List C-25. Levolier—14" Diameter. . 15.00 

*C-13. Keyless .. $2.85 C-26. C. O. & Switch—14" Diameter 16.50 
*C-14. Pull Chain 2 eS 


Each packed in individual carton. 
12 Packed to a Master Carton. Sach DRS med Ba nga el oar ae 


On all orders for less than a Master Carton, add 50% to list price. 
Manufactured under License Patent Application No. 273324. 
*Denotes stock item. 
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Compact Units 








‘‘Compact’’ Ceiling Shade Type 
Shown with Colored Band Designs—Blue, 
Black or Green on 


WHITE “EY PERION? GEASS 


‘‘Compact’’ Ceiling Type 


Shown with Colored Band Designs—Blue, 


Black or Green — 
on D-19. Keyless...... $3.90 

, D-20. Pull Chain... 4.35 

2 a or = 4 Atala 5 wa D-21. Levolier. 5.25 
WHITE “HYPERION” GLASS D-22. C. O. & Switch 5.40 


Packed 12 to a Master Carton. 


List 
D-5. Keyless—9" Diameter..... : $6.00 
D-6. Pull Chain—9" Diameter....... P 7.50 
D-11. Levolier—9" Diameter 8.25 
D-12. C. O. & Switch—9" Diameter.. 9.00 


Each ‘‘Compact’”’ Ceiling Type Unit is packed in an individual 
carton. 


These colored Band Designs will be fur- 
nished on all types of ‘‘Compacts” except the 
12” and 14” Ceiling Types. 





Specify colored band desired. Blue, Black 


Green. ny 
or Green ‘‘Compact’’ Wall Type 


Shown with Colored Band Designs—Blue, 
Black or Green on 





Manufactured under License Patent WHITE “HYPERION” GLASS 
Application No. 273324. D-27. Keyless fet 
D-28. Puil Chain 4.05 


Packed 12 to a Master Carton. 


On all orders for less than a Master Carton, add 50% to list price. 
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Compacts 





Solid Color Effects 


For those requiring Wall Type and Ceiling 
Shade Type “Compacts” in Solid Translucent 
color effect, there is a choice of three colors :— 


PALE BLUE, PINK or PALE GREEN 


Ceiling Shade Type 


List 
D-31. Keyless...... aR. gaa ee eee : $3.90 
1D-32; Pull Chain’. >... Spee Ferlta eta aka 4.35 
D-33. Levolier si Pace BS) 
D-34. C. O. & Switch ee 5.40 
Packed 12 to a Master Carton. 
mG): *Opm- 
Wall Type 
List 
D-29. Keyless...... $3.60 
D-30. Pull Chain... 4.05 


Packed 12 to a Master Carton. 





Specify color desired. 


Manufactured under License Patent Application No. 273324. 
On all orders for less than a Master Carton, add 50% to list price. 
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Decorated Bathroom Units 





a 


13/683 D BLUE 


13/683 D GREEN 





9/308 ORANGE 





Please specify color wanted. 











PRICES WEIGHTS 
NUMBERS = - ——— STANDARD DIMENSIONS of GLASS 

Fixture Glass Each Each PACKAGES Stand. Pkge. | Stand. Pkge 

Complete Only Fixture Glass Glass Fixture Width Length Fitter Fixture Glass 

Complete Only Only Complete Complete Only 

13/683D 683D $3.45 | $1.89 12 1 9 x 6% x 4 8 lbs 35 |bs 

13/684D 684D | 3.09 1.50 | 12 1 7% x 5% x 4 8 lbs 35 lbs 

9/308 308 3.30 1.14 36 12 6 x 334 x 2% 28 lbs 33 Ibs 





On all orders for less than Standard Packages, add 50% to list price. 
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White Enamel Kitchen and Bathroom Units 





No. 15/683—Keyless Bathroom Unit *No. 15/682—Keyless Bathroom Unit 
No. 15/684—Keyless Bathroom Unit 






































‘ No. 10/302—Wired with Keyless Receptacle No. 10/499—Wired with Keyless Receptacle 
No. 11/302—Wired with Pull Chain Receptacle *No. 11/499—Wired with Pull Chain Receptacle 
PRICES STANDARD | WEIGHTS 
NUMBERS 5 = ——| PACKAGES DIMENSIONS of GLASS 
Fixture Glass Each Each | Reerare Standard 
Complete Only || Fixture Glass | Glass | Fixture Width Length Fitter Can eee Package 
| Complete Only | Only Complete P Glass Only 
15/683 683 | $2.88 $1.50. 00) S43 50m 1 9 x 6% x 4 8 Ibs. 35 Ibs. 
*15/632 *682 273 eS 12 1 | 9 x 63% 2 - 6 lbs. 30 Ibs. 
15/684 684 | 2.43 1.08 12 1 i 736" ‘tx 9534. x 44 6 lbs. 28 Ibs. 
10/499 *499 1.59 .63 36 12 6 x 4% x 2% 28 Ibs. 35 lbs. 
*11/499 *499 | 2.13 .63 | 36 12 6 KO 4340 x OZ 28 Ibs. 35 Ibs. 
10/302 Syed Gaetan 31. A 36 12 6 x Pale. ox alg 28 Ibs. 33 Ibs. 
11/302 302i 2.31 81 36 12 | 6 Ko 43600 exr) 52170 aS Iba eee ee Salbe 
———]. $< I He 28 Ibs. 33 bs. | 


*Denotes stock item. 
On all orders for less than Standard Packages as listed, add 50% to list price. 


Allglass Plain and Decorated Kitchen 
and Bathroom Brackets 


AQ PLAIN 


16 $00990009, 


AlO/S71 GREEN 


All/S7t BLUE 


6 
$ 
6 
6 
6 
° 
a 
¢ 


Al2/S7I RED 





Please specify color of finish desired. 








PRICE STANDARD WEIGHT 


NUMBERS EACH WIRING PACKAGE | OF CARTON 
*A 9 Plain $3.90 Pull Chain with convenience outlet 12 35 lbs 
Al10 Plain 3.00 Keyless with convenience outlet 12 35 lbs 
All Plain 3.45 Pull Chain without convenience outlet 12 35 lbs 
Al2 Plain 2.70 Keyless without convenience outlet 12 35 lbs 
A 9/S71 Decorated 4.65 Pull Chain with convenience outlet 12 35 lbs 
A10/S71 Decorated Dare Keyless with convenience outlet 12 35 lbs 
A11/S71 Decorated 4.20 Pull Chain without convenience outlet 12 35 lbs. 
A12/S71 Decorated 3.45 Keyless without convenience outlet 12 35 lbs 


*Denotes stock item. 
On all orders for less than Standard Packages of Glass, add 50% to list price. 


Decorated Kitchen 


13/8608]/71 RED 


and Bathroom Units 








13/ 8608/71 BLUE 


13/8608/71 ORANGE 





Please specify color of finish desired. 




















PRICES || Weights 
NUMBERS — — —_——— _ STANDARD DIMENSIONS of GLASS — 
Fixture Glass Each Each PACKAGES | Stand. Pkge. Stand. Pkge. 
Complete Only Fixture Glass Glass Only | Width Length Fitter Fixture Glass 
| Complete Only Complete Only 
*13/8608/71 8608/71 Sa. $1.50 12 8% x 7 x 4 5 lbs. 28 Ibs. 
13/8609/71 8609/71 3.54 1.68 12 9 x 7 x 4 5 lbs. 28 Ibs. 





Nore—Each complete fixture is a Standard Package. 


*Denotes stock item. 


On all orders for less than Standard Packages of Glass, add 50% to list price. 
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Decorated Kitchen and Bathroom Units 


ee 


9/499/71 RED 


eS J 


Le SAR ESS 


Fite 


ie ge ee 


9/499/71 BLACK 


Ped 
Re 
“ig 


9/499/71 ORANGE 





Please specify color of finish desired. 














PRICES STANDARD WEIGHTS 
baat a , SACK SGES SIZE OF FITTER x , 
Each Each Stand. Pkge. | Stand. Pkge 
Fixture Glass Fixture Glass Fixture Glass Fixture Glass 
Complete Only Complete Only Complete Only Complete Only 
9/499/71 499/71 $3.42 $1.25 XK? 36 214 inches 28 33 
On all orders for less than Standard Packages, add 50% to list price. 


White Enamel Kitchen and Bathroom Units 


so 





EE 


No. 15/641 ; No. 100/8608 


Equipped with Keyless Porcelain Receptacle, Three- 


Equi ith less P’ lain R tacl ‘ 
SE a Te esac og aun EDTA way Conductor Wire and Convenience Outlet 








No. 17/4009 | No. 16/606 
Equipped with Porcelain Receptacle and Equipped with Pull Chain Porcelain Receptacle 
Levolier Switch 





Re MSNwjwj‘—t€Ce—0—=€@aoxoawayq*“y“qw#“qo0m9wmnnmmmaamam9aaaaasBaaSaSmS 





























PRICES | | | WEIGHTS 
NUMBERS |— —| STANDARD DIMENSIONS of GLASS _|- 
Fixture Glass || Each Each PACKAGES | Fixt | Standard 
Complete Only | Fixture Glass | Glass Only Width Length Fitter | Cc = tee | Package 
Complete Only ett ees | Glass Only 
=o i > | = 
15/641 *641 $2.34 $1.05 12 i 52826 x Sie x= 4ts Ii 5 lbs. 28 Ibs. 
15/641% *64116 2.58 1.26 12 H 9 x 634 x 4 | 5 lbs. 30 Ibs. 
16/606 *606 2.97 1.05 | 12 } 81% x 5% x 4 | 5 lbs. 28 lbs. 
16/60614 *6061%4 3.12 1.26 12 014. UxtnGlg) ax oA 5 Ibs. 30 Ibs. 
17/4009 4009 4.14 1.26 12 79 Le Olg ex. 24: 5 Ibs. 30 Ibs. 
17/4010 4010 4.38 1.68 4 } 10 x 87% x 4 5 Ibs. | 13 Ibs. 
100/8608 *8608 5.13 | 1.05 12 84 x 6 x 4 5 Ibs. 28 lbs. 
1990/8609 *g609 5.40 1.26 | 12 | 9 ey eee: 5 lbs. 30 Ibs. 








Nore—One fixture complete with Glass is a Standard Package. *Denotes stock item. 
On all orders for less than Standard Packages as listed, add 50% to list price. 
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lassware 
Oul 


A variety of Lantern Globes 
Bowls 
Dishes 
Urns 
Reflectors 
Electrics 
Half Shades 
Advertising Balls 
Plain Balls 








* Denotes Stock Items 


Gillglo Lanterns 


NO 1384 CRYSTALGLO BLACK LINE NO 1382 AMBERGLO BLACKLINE 


CANARYGLO GREEN LINE 


' 
4 te 





Any of the above numbers can be furnished in Crystalglo, Amberglo, Roseglo or Canaryglo. 
Lines are furnished in either black or green. Please specify color wanted. 











NUMBERS PRICE STANDARD | DIMENSIONS of GLASS 1 WEIGHT 
lass ac 5 | : 
Glass Each PACKAGES Width eneth ores | Standard Package 
1380 $3.00 8 6 x 9 x 314-4 26 Ibs. 
1382 3.09 8 | 6 x 814 x 34-4 | 26 Ibs. 
1383 Jee 8 6 x 8 x 314-4 H 26 lbs. 
1383 14 2.00 27 5 x 6 x 314 30 Ibs. 
1384 3.25 8 534 x 8 x 34-4 26 Ibs. 





Clear and Black Lined Balls 





No. B-70—Black Line on 
White Glass No. 1451—Black Line 
on White Glass 


*§6x 6x 344 
8x8x3\4 
8x8x 4 





No. 1452—Black Line 
on White Glass 


Nn 


























| PRICE STANDARD DIMENSIONS of GLASS | WEIGHT 
NUMBER GLASS | d. Pack 
Ss Each PACKAGE aie en a Stand. Package 
*1451 Black L. $1.50 27 6 xe a6 x 3% 35 lbs. 
1451 Black L. 2.16 12 8 x 8 Ee 34 Ibs. 
1452 Black L. | 2.16 12 4%, x 6% x 4 34 Ibs. 
B-70 Black L. 1.68 18 7 x 7 x 34 32 Ibs. 
oe eee eee Ea 


*Denotes stock item. 


On all orders for less than Standard Package, add 50% to list price. 
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Nova Blown, Velva Pressed Reflectors 





Illustrating 

















Nova Velva 

*7006 3006 

*7007 3007 

*7008 *3008 

*7009 *3009 

7010 
PRICE STANDARD DIMENSIONS of GLASS WEIGHT 
NUMBERS GLASS Each PACKAGE WMStand Package 
Width Length Fitter i 

3000 Velva $0.66 96 5% x 4 x 2u% 150 Ibs. 
3001 Velva If 72 534 x 4% x a a hee 
3002 Vel 1.05 4 3 4 S. 
3003 Valve 1.53 24 pie, ae ee 110 Ibs. 
3006 Velva .66 96 6% x 314 x 34 130 Ibs. 
3008 Velva 87 48 eerste 122 Ibs. 
elva : é x x 4 ; 
*3009 Velva Sz 24 10 x 434 x 214 110 Ibs. 
*7000 Nova -48 36 5% x 4 x 214 72 \bs. 
te Neve 3 : ae ieee |S ae 
*7003 Nova 1.20 12 Kir os uae coe oe, 32 Ibs. 
“7007 Nove 38 24 Spits ss teen 3f Ibs. 
Ss. 
*7008 Neva 1.00 34 5 cease oe, ao if 30 Ibs. 
*7009 Nova 1.35 12 11 <n 65 x 2% 40 Ibs. 
7010 Nova 3.00 12 13 x 5% x 314 30 Ibs. 



































*Denotes stock item. 


Nova and C. R. I. Bowls, and Dishes 





*1558—Dish—Deep Type 
Nova and C. R. I. Glass 





























1551—Bowl 
NUMBERS SCE STANDARD DIMENSIONS of GLASS WEIGHT 
Glass Each Each PACKAGES Standard 
Nova (Ola 52) Width Length Fitter Package 
*1558 $1.50 $1.50 24 8 x 4 x 8 38 lbs. 
*1558 IGAS 2.25 6 10 x 5 x 10 15 lbs. 
*1558 3.48 3.48 10 12 x 6 x 12 22 lbs. 
"1558 4.41 4.41 4 14 x rf x 14 24 lbs. 
1551 : Dee 2320 6 10 x 5% x 8 25 Ibs. 
1551 3.48 3.48 4 12 x 53% x 10 22 Ibs. 
1551 4.41 4.41 5 14 x 5% x 12 30 Ibs. 




















*Denotes stock item. 
On all orders for less than Standard Packages as listed, add 50% to list price. 
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Una Glassware 













% \ 


ey i a ‘ 
; Pu De 
, Amthacdrel nthucbracderh ch 'PD)) 





*1911—Electric 


1938—Reflector 


























1914—Urn 
® 1 
*1910—Bowl 
DIMENSIONS of GLASS “ 
NUMBERS PRICES STANDARD bbeery ee! 

Glass Only Each PACKAGES Width Length Fitter Package 
1938 $0.69 30 7 x 4% x 2% 40 Ibs. 
*1911 42 36 4% x 51% x 214 35 Ibs. 
1914 75 27 6 x 6 x 314 34 Ibs. 
1914 1.50 12 8 x 8 x 4 34 Ibs. 
*1910 2.25 6 11 x 5 x 10 22 Ibs. 
+1910 2:64 10 13 x 54 x 22 23 Ibs. 
*1910 3.00 4 15 x 6 x 14 26 Ibs. 











ee lS ee 
*Denotes stock item. 


On all orders for less than Standard Packages as listed, add 50% to list price. 
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Velva and Nova Units 





*251 Velva 





*255 Nova *260 Nova 


These Units are all furnished with bottom hole. 



































NUMBER PRICE STANDARD DIMENSIONS of GLASS | WEIGHT 
Each PACKAGE Width Venn Witter Stand. Package 
*251 135% 22 Ibs. 
*255 10 x 18 Ibs. 
*260 10 16 lbs. 








*Denotes stock item. 


On all orders for less than Standard Packages as listed, add 50% to list price. 
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Una Glassware 


i Eng 






i 


ail: 






yt ip \] 
Aki set he 3) na ee, We 





*1969—Electric 


1970—Reflector 


























1968—Bowl 
*12x634x10 
*1516x71¢x14 
NUMBERS PRICES STANDARD DIMENSIONS of GLASS ibecaebee 
Glass Only as PACKAGES Width Length Fitter Package 
1970 $0.78 30 hy eee 2 | ee 2% 42 Ibs. 
*1969 ‘42 36 Ass ea WS x 2% 32 Ibs. 
1976 -96 27 6 x 634 x 34% 45 Ibs. 
1976 1.74 , 12 8 x 8 x 34-4 38 Ibs. 
*1968 2:58 4 12 <i x 22 Ibs. 
1968 3.00 4 14 x 7 x 12 24 Ibs. 
=LO68 aa 3.60 4 15% x 7% x 14 30 lbs. 














*Denotes stock item. 
On all orders for less than Standard Packages as listed, add 50% to list price. 
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Una Glassware 





*1943—Electric 


° 





a Rell, Z 
1944—Reflector 1941—Urn 

















*1942—Bowl 

NUMBERS PRICES STANDARD - DIMENSIONS of GLASS jbeeetad | 

Glass Only Each PACKAGES Width Length Fitter Package 
1944 $0.75 24 7 x. 51 x 2% 38 Ibs. 
*1943 142 36 4540" s se x 214 32 Ibs. 
1941 "87 27 6 xt 6 x 3% 34 Ibs. 
1941 1.65 12 8 zy 6 x 34-4 36 lbs. 
*1042 2/61 4 12 x 6% “x 10 22 Ibs. 
*1942 3.54 4 15 x 7 x 14 30 Ibs. 























*Denotes stock item. 
On orders for less than Standard Package, add 50% to list price. 
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Nova Electrics, Eye Shades and Reflectors 





*499—Half Shade 





*1520—Reflector *501—Reflector 





2438—Electric *300—Electric 























| 
DIMENSIONS of GLASS | 
NUMBERS PRICES STANDARD Wie 
Glass Only Each PACKAGES Width Length Fitter A ota se 
ckage 
*499 $0.63 36 4% x 6 x 2% 35 lbs. 
*300 42 36 5 x 44 x 2% 30 Ibs. 
*1520 .57 39 6 x 3% x 2% 36 Ibs. 
*1520 69 30 7 x 414 x 214 42 Ibs. 
*1520 .87 24 8 x 5 x 2% 40 Ibs. 
*501 GAD 30 614 ve 434 x 24% 33 Ibs. 
2438 42 36 4 x 44 x 214 | 32 Ibs. 





*Denotes stock item. 


On all orders for less than Standard Packages add 50% to list price. 
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Ball 
> 
eN 
<A, 
4 
; 
J 
Pat 
“f 
1550—Ball B-57—Ball 
PRICES 
NUMBERS mete ets eee DIAMETER SIZE FITTER WEIGHT 
Glass Only Glass Only Ginss Only Glass Only In Inches Inches Standard Package 
Nova (esa Se 
78 $1353 See 12 8 3\% 30 Ibs. 
78 2194 sip Mees 6 10 4 22 Ibs. 
78 3.308 | Viera cis 6 12 4-6 32 Ibs. 
78 549 a biel co ai a 2 14 6 18 lbs. 
78 5.13.) te ere 1 16 6 15 Ibs. 
*57 Sit ela Gaemee 27 6 3% 30 Ibs. 
*57 Cael) geen: >: 18 7 3% 28 Ibs. 
*57 114° ais © ae 12 8 34-4 28 Ibs. 
*57 2219 $2.19 4 10 4-5-6 16 lbs. 
*57 3.45 3.45 1 12 6-7-8 7 Ibs. 
*57 5.25 5.25 1 14 6-7-8 13 Ibs. 
*57 7.50 7.50 1 16 8 10 Ibs. 
57 12.00 12.00 8 18 6-7-8-9 220 Ibs. 
57 21.00 21.00 4 20 8-10-12 160 Ibs. 
1550 7 hee | eee 27 6x 4% 3% 32 Ibs. 
1550 75 AE a, ee 18 7x5% 34 30 Ibs. 
1550 117 i) eee 12 8x 5% 3%-4 30 Ibs. 
1550 2:34 2134 4 10 x 6 6 18 Ibs. 


Nova and C. R. I. Glassware 














*Denotes stock item. 


On all orders for less than Standard Packages as listed, add 50% to list price. 


78—Advertising, 
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Index and Telegraphic Code Words 


for Complete Fixtures 
(Index and Code Words for Glass only on page 4 following) 


Fixtures Fixtures 
Complete Complete 


13/8608/71 
13/8609/71 





20/453/8116 
20/453-D 
20/502/S77 
25/453/8116 


A 
A 
A 
A 
A 
A 
A 
A 
Me 
Ss 
G 
C 
@ 
C 
Cc 
G 
(6: 
G 
es 
G 
© 
C 
iS 
GC 
Las 
G 








wlelelelelelelelvloleleielele 











Fixtures Fixtures 
Complete Complete 


44-A/8612-G 
44-A/8614-G 
44-A/8616-G 
45-A/8616-G 


216/64114/S78 
216/64114/S79 
216/64114/S80 
216/64114/S87 
216/4709/S88 


226/502/S75 
226/502/S76 
226/502/8128 
S04f S71 03 eee 32% dex ge ee 
304/641144/S78 
304/64114/S79 
304/4010/S83 
91/589/102 c 304/4010/S84 
94/59 304/64114%4/S87 
94/400 © 28 oy Se ee see OCA 304/4709/S88 
















Fixtures Fixtures 


Complete Code Page Complete Code Page 
TAN, Sigal Yo > Baile ee cate 15 Oy Obama acts e oh Ss [ia ec aera 
Trae Letitia, shee AL css Eitan ea ets 22 tialoy ea yk)! terete a ERC, 23 
RGD ose Planes ie one 22 (hstey Oaks ee ee en eda lapis. 2.s 21 
OS RY eee Sule hae ns 25 PSO) CABG es os le. Pea Wieser e soo 21 
(oN tbe See Quarteee etek 23 TBO LOA riers PE ee Sa Pella eens. 3: 21 
Ue CE Eee iH (oes Besa 21 CPM WD C= ES rr TLE 4 13 
HORE Cel Beate rigs isons 24 Mey AO DEE A ale tics aie Bipe rao. ss 24 
RE ON eee ok ss PUCCIO 35. 13 Pere DUAR RR peri oso, erie? ..c 22 
Par hie eck Ballots. 15 yt) ee Ral, 23 
EN TVA © ek San DATE cs «Ie 15 POT OL aut estos stale Reta enters 21 
(hyo CUS § hoe ae er Pesta se fe 24 Bz Sees ee ae ee ak Oper ch vit 38 
(oye US ee Petale tea. o 24 SUEY a os eee See Gi ticeene ae 38 
(SIAC ES eae he Blank, 5-2"... as PALE oo = Range a Orla te 39 
POO PDU A ee seo oes. Pinieeeeaan 5. 22 IRATE. Organ 39 
Fea ULM he cs. Poemrge-are): 22 CUED: 3 5 ie Se Paso ae Cis. or 9 
MO OVA ats ttc... (QUEEN coh. sss 23 SOA ie earvemte. 2. s 9 
‘AGL, oe Cane eae 23 AVS at Puce. 9 
UNG (ONG Boae 3. nts. 7 23 SONS. [slewnasee.". 9 
ys ke ES he 2 ohne aN SUL Se apm Rats hr ec LSS ac ane 9 
DPOTOT Is es. gs EA eget 21 RPV SES a er Iileteeen 8 
(AGL Se Patieleeer he. tA CLAD oe an Peeeee ye 6:7 a: 8 
(YEN) Sous ESS Se 1 Ng CEs ie ale at 13 eae eee Ph Goce sas le hhia’ ayaa reas 8 
(ESE (VD Moly. Banik 20s ss 15 SPANOS Do weed et gine eee ae 8 
(SNE WAS 4 ( ee sateen ee 21 SIAR) Ss) 5 A ee EIGOUs oh. 8 
Fis OU Mee aes, sete Loker cst o: 24 OREM ec ee MMberagie sos 12 
TO OLGA ats >. RACER sis nio oe SMIJOITL « «1. Sy) aan 6 ee Vrt elterie e fe 11 
Hist 045 -GGre eee oe Sy PCat Maus. 23 Sober) ACO. ec. 11 
(hE OE? a Vad (235 See gee 15 5 LO- baeerem i rretw as, l 7. rai (a Rone eae 11 
TBAZOU meen eee yo Baers eta DS SORE hl. ap ee ee PA CLORs eee 2 ‘wl 
ABt{GOWET 228. | 1820) oak ae aA AO een tee ea ats ALA eee} ses iod 12 
Poel O Lo peeR ae es oc o ROCK ate ew... x, ae SA LO ae oe PACOET Gas tace ke 11 
(Lon Oe ek ae ReATl aay oo 4. 23 dA re TiN IYS ocie, 5 Was cs A 11 
PGs lee ee ono ANNEX. 2 sos 13 SO eee ARS yas, Becta 11 
ESD LO LN eet ir y. Bag.. eel A So ere eT, Ss, NG o's) peed 11 
rpety cUOG 6 es th nn PieCe we 3202s 24 215% Feed hes Se aoe er Gl eter. oS A 7 


mS Ao Cl aaet ee Ss» 


Sees etiolicl elle ie iiw mi iad ce Sh | we CP Lops 6 0 8 0 6 le ee 6 0 bh ee el eo RACLIE e C ee ee 8 














502/8128 
589/102 


4010/S83 
4010/S84 


64114/S87 
642 











. MVEOY étrea ee 











WEE. Dab Seen ts 
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